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MEMORANDUM FOR: Chief, Building Planning Staff, OL 


THROUGH : Directorate Control Officer, DDS 
Chief, Special Security Center 


SUBJECT : CODEWORD Reading Area 
Room 1012, Ames Building 


REFERENCE : Memorandum dated 22 October 1970 
to C/PhySD/OS from C/Building 
Planning Staff, OL, Subject: Code 
Word Reading Area 


1. In response to reference, a representative of the Physical 
Security Division, Office of Security, surveyed the Subject area and 
determined that the area meets the security requirements for utili- 
zation of SI, T/KH, and B material. Such material, however, will 
never be stored within Subject area but in the approved Logistics' 
Security Staff Secure Area referred to in the reference mentioned. 


2. The DDS Control Officer will provide security guidance 
and requirements for the control of such material. 
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SUBJECT: CODEWORD Reading Area, Room 1012, Ames Building 


Accreditation is granted for a CODEWORD Reading Area in Subject 
25X1ARcom. 


Date 


Chief, Special Security Center 
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5. Chief, Building Plannin 
Staff/OL 
1227, Ames Bldg. 
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